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COO Na- 
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ing of Title I B, Sections 793 and 794, of the U.S. Code, as 
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to or receipt by an unauthorized person Ig prohibit^ 
by law. The reproduction of this form is prohibited 


SBCRET/CONTROL - U.S, QFPICIAI3 QUU 

SECURITY INFORMATION 


25X1 


COUNTRY 

SUBJECT 

DATE OF INFO. 
PLACE ACQUIRED 


Baat GermrTjr 


REPORT 


Reparations Orders for Delivery in 
19$3-19$h to the USSR 


DATE DISTR. 

NO. OF PAGES 6 

REQUIREMEiNT NO. RD 

REFERENCES 


^3 November 1953 
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This is UNEVALUATED Information 


THE SOURCE EVALUATiONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OP CONTENT IS TENTATIVE. 

(FOR KEY SEE REVERSE} 
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The following additional reparations orders have been received by the East 
German Amt fuer Reparationen for delivery to the USSR in 1953-1954: 
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25 YEAR RE-REVIEW 


STATED I y ARMY 


NAVY 


xIair 




AEC 


(Note! Washington Distribution Indicated By "X”; Field Distribution By 
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Contractcr 

VBB Bueromaschinenwerk Rheinmetall 
Soemmeirda 


Mercedes Bueromas chine n-Werk A.G.. 
Zella^ehlis 


VEB Bueromas chinenwerk Rheinmetall 
Soemmerda 

Mercedes Bueromas chinen-Werk A.Q., 
Zella-Mehlis 


VEB Funkwerk Koepenick 


VEB Werk fuer Fernmeldewesen HF, 
Berlin - Oberschoeneweide 

VEB Funkwerk Koepenick 


VEB Transformatorenwerk Karl 
Liebknecht, Berlin - Oberschoeneweide 

VBB Funkwerk Dresden 

VEB Funkwerk Dresden 


- 2 - 


Commodity 


1637 adding machines 

520 " n 
190 n It 
550 typewriters 


? 

?( quantities 
■9 

^ unknown) 


88 adding machines ■Mercedes", 
model R 57 3 h (?) 

II+5 adding machines "Ifercedes", 
model R 38 311 (?) 

6172 (?) pieces of office equipment 


Delivery Date 

June-November 19$3 

It 

It 


Januaiy-September I953 


170 pieces of office equipment 
6 h adding machines 
76 adding machines 
30 typewriters 

5 normal oscillographs, type 0Ci-2-li/^2) 
15 spare stabilizers (?) ) 

1 $ sets spare ? ? ? \ 

5 main leads ) 

15 sets of spare tubes ) 

30 oscillograph tubes 


18 impulse oscillographs (type unknown) 
spare tubes (type unknown) 

54 resistances (type unknown) 

18 connecting cables 

115 spare 
8 frequenpy 

40 spare stabilizers type..?., 

39 vacuum tube 
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1 

Contractor 

Commodity 

Delivery date 

VEB Messgeraetewerk Zwoenitz 

9 recorders type ? 

27 sets spare tubes 

oscillograph con^ionents 

6 photocells (?) 






VE8 Funkwerk Erfiart 

? 



VSB Funkwerk Erfurt 

57 ? 



VSB Gaselan Berlin 

gas apparatus 

June & December 

VEB Messgeraetewerk Zwoenitz 

19 (?) impulse oscillograph type OG 2/3 

20 (?) sets spare stabilizers type ? 

22 spare 


1 



VEB Funkwerk Erfurt 

50 radio tubes (?) 

September 

VEB Werk fuer Signal-und Sicherungs- 
technik, Berlin-Treptow 

165 emergency power generator installations 



VEB Transformatoren-und Roentgenwerk 
Dresden 

20 cable testing sets 



ELectro-Apparate^liferk JJT. Stalin, 
Berlin-Treptow 

265 (7) ..7.. 



VEB Funkwerk Koepenick 

22 (?) normal twin-beam oscillografdis 
lii3 (?) sets..?.. 



ELectro-ApparateHllferk J.W. Stalin, 
Berlin - Treptow 

50 ...?... 

August-Sept ember 

Messgeraete-und Armatureiiwerk Karl- 
Marx (SAG Amo), Ifagdeburg-Buckau 

52 (?) ..?.. 

280 (?) ..?... 



VEB Messgeraetewerk Quedlinburg: 

3J4 (?) test instruments 



VEB Funkwerk Erfurt 

6 f lii sets ..?., 
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Contractor 


VEB Funkwerk Erfurt 


Conmodity 
1 12 sets 


Deliyeiy date 


25X1 


Messgeraete-und Armaturennerk 

Karl Marx (SAG Amo), Magdeburg-Buckau 100 control measuring instruments 


VEB Funkwerk Dresden 


88 radio test instruments 


January/ July/December | 


VEB Funkweric Dresden 

VEB Funkwerk Erfurt 

Louis Schopper, Leipzig 

VEB Jimkalor Dessau 

VEB Glaswerke iLnenau 

J2S8: Junkalnr Dessau 

Messgeraete-und Armaturenwerk 

Karl Marx (SAG Amo), Magdebuz^-Buckau 


lldi measuring instrvnents May-June 

100 oscillogrsqph tubes, type (X/2/l6o/2/(5 
3 rubber-testing machines 

various measuring instnaaents 
20 contact thermometers 
U ? September ^ December 

62 measuring instruments (manometers) 


July 


25X1 


Physikal.-Techn. Ing.-Buero und 
Werkstaetten Ing. Karl Weiss, 

Fabrik Elektro-Physikal . Geraete, Qreiz to a depth of 300n«n. 

150 spare electrodes 


15 universal hygrometers 

7$ electrodes for measurement of humidily 


VEB Junkalor Dessau 


VEB Werk fuer Fernmeldewesen HF 
Berlin-Oberschoeneweide 

VEB Werk fuer Fernmeldewesen HF 
Berlin-Cberschoeneweide 

Messgeraetewerk Zwoenitz 


15 automatic calorimeters, type "Junkers" 
15 reducing devices 


radio test apparatus 


radio test apparatus 

9-loop universal oscillogri4)h with 
accessories and spare parts 


September 

December 

June 
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Contractor 


Gerhard Mueller Heiligenstadt 
Eichsfeld 
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Copginodity 
2 tygrometers 


Weight(tons) 


VEB Geraetewerk Karl-Marx-Stadt 
(Chenmitz) 

ELektro-Apparate-lllferke J.W. Stalin, Berlin- 
Treptow 

VEB Technisch-physikalische Werkstaetten, 
Thalheim 

DIE Elektrotechnik, Karl-Marx-Stadt 
f)hemnit^ 

VEB Geraetewerk Karl-Marx-Stadt 
(Chemnit^ 

VEB Geraetewerk Karl-Marx-Stadt 
(Chemnitz) 

Paul Braxin & Go, Fabrik Elektromessgeraete, 
Berlin 

Metallwerker GmbH, Meerane 

VEB Messgeraetewerk Zwoenitz 

VEB Funkwerk Erfurt 

Gebr, Juchheim, Ilmenau 

Messgeraete-und Armaturoaredc Karl Marx 
(SAG Amo), Magdeburg 

Sander & Jantzen, Berlin 58 

Vffi Funkwerk Erfurt 


121 electric measuring instruments 


35 astatic wattmeters 
35 resistances 


1 

10 Thompson bridges 

20 sets test resistance cores 

10 precision resistances 

UOO height pyrometers 

1 vibrograph with accessories 
3“ loop oscillographs and measuring loops 
radio test instruments 
10 contact thermometers 

5 hand tachometers 
8 magnetic tape recorders 
radio tubes and photo-elements 
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Mgy-October 


25X1 


ny— March 


July-October-December I 


October 
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VBB Funkirerk Dresden 

7EB Messgeraetewerk Zwoenitz 

Schwermaschinenbau £. Thaelmann 
(S&G Amo), Magdeburg 

VEB Werkstoffprueftaaschinen Leipzig 
ViB infer kstoffpruefmaschinen Leipzig 


- 6 - 


50 measTa:ing bridges^ type Rif 6 

10 power generators 
10 signal generators 


5»1 ton continuous (iron rolling mill?) 


1 machine for dynamic fatigue testing of 
metals 

3 universal t esting machines ZDG 200 ton, 
complete with electric fittings and 
tensioning device 



Comment : The material is transmitted as receivedj the year in the delivery date in some cases was not specified. 
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